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SUBJECT: SECURITY EQUIPMENT REQUIREMENTS EOR NEW OEEICE 
BUILDING, TOKYO 

REF: A. TOKYO 960 B. STATE 23803 C. TOKYO A570 DATED 
12/24/75 

1 . AFTER REVIEW BY A/EBO AND A/SY/EO OE REEINED VERSION 
(EOO ALLISON) OE POST'S CONCEPT EOR LOBBY CONTROL (TOKYO'S 
AIRGRAM OE JANUARY 22 CONTAINING PLANS NOT YET RECEIVED), 
WE CONCUR TAT POST'S PLANS SHOULD REVOLVE AROUND THE 
SUGGESTED MONITORING ROOM, 325, WITH INTERNAL DOOR EROM 
ROOM 324 TO 325. THEREEORE, POST'S PLANS EOR SECURITY 
MONITORING EQUIPMENT EOR ALL AGENCIES, INCLUDING INTRUSION 
ALARMS EOR LEGATT SUITE, DAO AREA, AND C&R OF THE CCC, 

ALSO PANIC ALARMS EOR THE CASHIER CAGES, SHOULD BE 
CONCENTRATED IN THIS AREA. THIS ROOM SOULD ALSO INCLUDE 
THE EIRE DETECTION AND SPRINKLER BOARD EOR THE BUILDING. 
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2. WITH THIS CONCEPT IN MIND, MARINE SECURITY GUARD POST 
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NO. 1, BECAUSE OE CRITICAL SPACE, SHOULD CONTAIN ONLY THE 
BARE MINIMUM EQUIPMENT ESSENTIAL FOR HIS EFFICIENT OPERATION 
I.E., SPECIAL DEFENSIVE EQUIPMENT FOR HIS USE; COMMUNICA- 
TION BETWEEN HIS POST, THE POLICE KOBAN, POST NO. 3 AND 

LOCAL CONTRACT GUARDS AT THE ENTRANCE GATES, ALSO A KEY 
CONTROL BOARD AND ELEVATOR CONTROL FACILITY. 

3. AS SOON AS POST PLANS ARE RECEIVED, A/FBO ARCHITECT 
WILL REVIEW AND DESIGN THE MAIN AND CONSULAR LOBBY 
CONTROL AREAS. THIS DESIGN WILL ALSO TAKE INTO CONSIDER- 
ATION A PACKAGE INSPECTION FACILITY AND REQUIRED SIGN IN/ 

OUT LOG BOOKS. 

4. WE UNDERSTAND THE REQUIREMENTS FOR A CONDUIT TO THE 
POLICE KOUAN OWEVER, ALSO REQUIRE INFORMATION ON CON- 
DUIT REQUIREMENTS FOR PERIMETER ALARM SYSTEMS. PLEASE 
PROVIDE ASAP DIAMETER AND RUNS REQUIRED FOR EACH INSTALL- 
ATION. INGERSOLL 
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